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ACTION AF- 18 

INFO OCT-01 ISO-OO ACDA-19 CIAE-00 INR-10 IO-14 L-03 

NSAE-00 NSC-10 RSC-01 SCI-06 FEA-02 PM-07 DODE-OO 

PA-04 USIA-15 PRS-01 SPC-03 SAM-01 AEC-11 EB-11 

COME-OO TRSE-00 DRC-01 /138W 

124954 

R 01 1 1550Z FEB 74 
FM AMEMBASSY PRETORIA 
TO SECSTATE WASHDC 9285 
INFO AMCONSUL CAPE TOWN 
AMCONSUL DURBAN 
AMCONSUL JOHANNESBURG 

UNCLAS PRETORIA 0586 

CAPE TOWN ALSO FOR EMBASSY 

E.O. 11652: N/A 
TAGS: ENRG, SF 

SUBJECT: NUCLEAR POWER STATION GETS GO-AHEAD 
REF: PRETORIA 3492 AND PREVIOUS 

1. ON FEB. 10. ESCOM CHAIRMAN STRASZACKER ANNOUNCED DECISION 
TO BUILD SA'S FIRST NUCLEAR POWER PLANT AT KOEBERG (WESTERN 
CAPE). PLANT TO BE IN OPERATION BY 1982 AND TO COST BETWEEN 
R400 - 500 MILLION. ACCORDING TO ANNOUNCEMENT, STATION 

TO HAVE TWO GENERATORS WITH CAPACITY OF 800 - 1000 MW EACH. 

DATE WHEN CONSTRUCTION TO BEGIN NOT RPT RPT NOT GIVEN. 

2. ANNOUNCEMENT TIES DECISION NUCLEAR PLANT TO GENERAL EX- 
PANSION AND DIVERSIFICATION OF SA ENERGY SOURCES. OTHER 

PARTS OF PROGRAM INCLUDE A NEW EAST TRANSVAAL COAL-FIRED POWER 
STATION ( 6 GENERATORS WITH CAPACITY OF 600 MW EACH). ACCELERA- 
TION OF EXPANSION PROJECTS A T EXISTING COAL POWER AND HYDRO- 
ELECTRIC STATIONS, AND BEGINNING 1975 INPUT FROM 
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CABORA BASSA SCHEME. 
SMITH 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Executive Order: n/a 

Errors: n/a 

Film Number: n/a 
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Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1974/newtext/t19740266/aaaagybw.tel 

Line Count: 67 
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